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ACTION EA-09 
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LIMITED OFFICIAL USE MANILA 1 1384 

E.O. 11652: N/A 
TAGS: EFIN, RP 

SUBJECT: CENTRAL BANK GOVERNOR SERIOUSLY ILL 

CENTRAL BANK GOVERNOR GREGORIO LICAROS DEPARTED SEVERAL 
DAYS AGO FOR THE U.S., AND IS HOSPITALIZED IN HOUSTON. 
CENTRAL BANK OFFICIAL HAS TOLD US THAT STOMACH CANCER 
HAS BEEN DIAGNOSED. EVEN IN THE EVENT OF SUCCESSFUL 
TREATMENT, OFFICIAL SAID HE WOULD EXPECT LONG PERIOD OF 
CONVALESCENCE. 
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